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invention was made under this Part after the expira-
tion of one year from the date of the acquisition of an
exclusive privilege in respect of the invention in any
place beyond the limits of British India and the
United Kingdom.

Novelty of invention dependent on public use or knowledge thereof
before application to file specification.

21.  An invention shall be deemed a new invention within
the meaning of this Part if it has not before the date of the
delivery or receipt  of the  application for leave to  file the
specification thereof been publicly used in any part of British
India or of tbe United Kingdom, or been made publicly known
in any part of British India or of the United Kingdom by means
of a written publication.

Effect of public use or knowledge of invention in fraud of inventor.

22.  The public use or knowledge of an invention before the
date of the delivery or receipt of the application for leave to file a
specification thereof shall not be deemed a public use or know-
ledge within the meaning of this Part if the knowledge has
been obtained surreptitiously or in fraud of the inventor, or has
been communicated to the public in fraud of the inventor or in
breach of confidence:

Provided that the inventor has not acquiesced in the public
use of his invention, and that, within six months after the
commencement of that use, he applies for leave to file a specifi-
cation.

Effect of temporary use of invention in public l)y inventor or by Ms

leave.

23. Use of an invention in public by the inventor thereof, or
by his servant or agent, or by any other person by his licence
in writing, for a period not exceeding one year immediately
preceding the date of the delivery or receipt of his application
for leave to file a specification thereof, or.knowledge of the
invention resulting from such use thereof in public, shall not,
be deemed a public use or knowledge within the meaning of
this Part.
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